BILL NO. S-G7411— oF 
SPECIAL ORDINANCE No. s-.S¢59-6/ 


AN ORDINANCE approving a contract with LYNCHBURG 


| FOUNDRY COMPANY for Cast Iron Pipe for the Water 

l Construction Department. 

f 

| 

BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 

| INDIANA: 

i 

l| l 

i SECTION 1. A certain contract approved November 8, 1967, 


| between the City of Fort Wayne, by and through its Mayor and the 
Board of Public Works, and LYNCHBURG FOUNDRY COMPANY, for: 


Cast Iron Pipe for the Water Construction 
Department, 


SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 


AND LEGAL 


A 


i g 


| 
| 
| APPROVED AS/TO FORM 
i 
| 


Bill No. S-6/7-11-08 
REPORT OF THE COMMITTEE ON CITY UTILITIES 
We, your Committee on City Utilities to whom was referred an Ordinance 


approving a contract with LYNCHBURG FOUNDRY COMPANY for Cast Iron Pipe for the Water 
Construction Department, 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 


JACK K. DUNIFON, Chairman 


JOHN H. ROBINSON, Vice-Chairman 


JOHN NUCKOLS 


WILLIAM T. HINGA 


HERBERT G, TIPTON, 


pate Lica PZ 


ahe. 


to-wit: 


Common Count 


Approved and. | 


at the bout of / 


